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This report is required by law (7 USC 2143). Failure to report according to the regulations attached form for Interagency Report Control No,: 

additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 86-R-0002 

CUSTOMER NUMBER: 1 043 

FORM APPROVED 

0MB NO. 05790036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Arizona State University 

Animal Care Program _ , . 

^ Telephone: 


(602)965-4385 


Tempe.AZ 85287 



3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


Price Road Facility Classroom Office Building, 

Animal Resource/Aquatic Terrestriaf''‘^”-''"‘-°'^*™^®‘®‘'®'’ ' Psychology Bldg. 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) | 

A, 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not y 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests wore 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 

C + D + E) 

4. Dogs 



5. Cats 


6 


6 

6. Guinea Pigs 


12 


12 

7. Hamsters 

206 


5 


5 

3. Rabbits 


203 


206 

9. Non-human Primate ; 


2 


2 

0. Sheep 

8 


' 8 

1. Pigs 

45 : 

45 

2, Other Farm Animals 

: i 

i 


Goats 


4 


4 

3. Other Animals 

I i 

\ 

kangaroo rats 

56 

; 

56 

chinchillas 


20 


20 

round-tailed 

ground squir 

rels 

12 


12 

I ASSURANCE STATEMENTS 

■ ■ I 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranqulllzin^ drug^s,. prior toi» during, and folio 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. . ‘ 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the' principal 

investigator and approved by the Institutional Animal Care and Use Committee OACUC). A summary of all such exceptions is attached to this annual report. In addition tp identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. ^ 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to overeee the adequacy of.ofher aspects of animal ca 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL. .. . T ' 

( Chief Executive Officer or Legally Responsible Institutional Official ) 


signatuf 

[^F C.E.O. ORJ^T^ 

pDNAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (' Type or Print 

DATE SIGNED 




Ronald E. Barr, PhD 

Ag.c^ri;:ifo v-irp Provo.^- for Rfisp.arch 



APHIS FORM 7023 (Replaces VS FORM 1 8^23 {OCT 88). which is obsolete. 


( AUG 91 ) 










Annual Report Site Listlng: 

Customer ID and Site Address: 

Oust ID: 1043 

Telephone 
(602)965-4385 


Animal Care Program 
Tempe, AZ 85287 
County: Maricopa 



This report is required by taw (7 USC 2143). Failure to report according lo the regulations 
can 


See attached form for 
additional information 


Interagency Report Control No.: 


1 . certificate number: a6-R-0005 

CUSTOMER NUMBER; 1045 

FORM APPROVED 

0MB NO. 057B-0023 

Biological Sciences Annex 

Northern Arizona University 

Box 4130 

Telephone: 

(520)523-4880 

Flagstaff, AZ 86011 



UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

{ TYPE OR PRINT ) 


3, REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets it necessary 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


|_R£PORT^OF_ANIMALjJJSEDjY_QRJ^^ RESEARCH FACILITY ( Attach additional sheets if necessary or^se APHI^TonT7023A*7 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
ored, 

conditioned, or | 

held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not y 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D, Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain (x 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animafs upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the antmais and for which the use of appropriate 
anesthetic, analgesic, or tranquillzing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. (An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

< COLUMNS 

C + D + E) 

4. Dogs 






5. Cats 




i 

i 

6. Guinea Pigs 






7. Hamsters 






6. Rabbits 


2 

I 

I 


2 

9. Non^human Primate 


I 

j 



0. Sheep 


I 

i 



1. Pigs 






2. Other Farm Animals | 






I 






3. Other Animals 




i 


wild house mi 

ce 

375 



375 









i 


'■ 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranqullizing drugs, prior to, during, and folio 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility, 

t\ Each principal inveetigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and It has required that exceptions to the standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Care and Use Committee ^iACUC). A summary of all such exceptions is attached to this annual report In addition to identifying the 
IACUC>approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affected. . 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy,of other aspects of animat ca 








FACILITY LOCATIONS ( Sites ) - See A^ac^^ed Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7QZ3A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

: B. Number of 

animals being 
bred, 

conditioned, or 
held for use in 

1 leaching, 

testing, 
experiments, 
research, or 
surgery but not y 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 

1 experiments, teaching, 

research, surgery, or 
tests were conducted 
i involving 

j accompanying pain of 

. distress to the animals 

and for which 

j appropriate anesthetic, a 

, E. Number of animals upon which teaching, 

experiments, research, surgery or tests were 
conducted invoiving accompanying pain or distress 
i to the animals and for which the use of appropriate 

anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, Of tests. (An explanation of the procedures 
! producing pain or distress in these animals and the i 

reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 

C + D + E) 

4. Dogs 



! 

1 

.i9- ... 

; 

5. Cats 


SL 


I 2a 


6. Guinea Pigs 

7, Hamsters 
3. Rabbits 

9, Non-human Primate 

0. Sheep 

1. PIgs 

2. Other Farm Animals 


..JO—. 

& 


.Q:_ 

Z_ 

^ 

e- 


-9 

O' 

(s9' 

_jLC_ 

z 


3. Other Animals 


ASSURANCE STATEMENTS ^ ‘ ‘ 


1) Pmofessionaily acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prff)r to, during, and folio 

actual research, teaching, testing, surgery, or experimentation were followed by this research facility. I i | 

2 ) Each principal investigator has considered alternatives to painful procedures. ' | 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal 

investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual repprL.i.njaddItjon'to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals aftoct«d. ^ 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animat ca 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

-Vv, 







itUiOa 




Hi 


mi 




IS FORM 7023 / (Replaces VS FORM ^*23 (OCT 88). which is cTUsolete. 
''' ( AUG 91 ) / 


|(b)(6), (b)(7)c 








Annual Report Site Listing: 

Customer ID and Site Address: 

Oust ID: 1049 

350 West Thomas Rd. 

Phoenix, AZ 85013 
County: Maricopa 


Telephone 

(602)285-3000 



/ 


ihs^co 


This report is reqaired by law (7 USC 2143). Failure to report according to the regulations See attached form for Interagency Report Control No.; 

can additional information o' 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PUVNT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 86-R-0009 

CUSTOMER NUMBER: 1051 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

W. L Gore & Associates, Inc. 


( TYPE OR PRINT ) 

1505 N. Fourth Street , . 

Telephone: 


(602)526-3030 


Flagstaff, AZ 86001 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary } 


FACILITY LOCATIONS ( Sites ) * See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
WaKare Regulations 

B. Number of 
animals being 
bred, 

GonditiQr\ed, or 
held for use in | 

teaching, 
testing, 
experiments, 
research, or 
surgery but not y 

C, Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests wore 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, leaching, 
raseafch, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of app^ropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests, ( An explanation of tha procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 

C + D + E) 

4. Dogs 

48 

5 

204 

0 

209 

5. Cats 

^ 0 

0 

0 

0 

0 

S. Guinea Pigs I 

- — I 

0 

i 

0 

0 I 

0 

0 

7, Hamsters 

0 

0 

0 

0 

0 

8. Rabbits 

26 

Q 1 

75 

0 

75 

&, Non-human Primate 

0 

0 I 0 

0 

0 

0. Sheep 

0 

0 0 

0 

! 0 

1. Pigs 

3 

0 i 

12 

0 

12 

_j 

2. Other Farm Animals ; 


i 




: Cat.tle 

1 

0 

2 

0 

2j/^ 

3. Other Animals 




— — ~~ — — — — “ — ^ — 1 

1 r 




1 
















I ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of aneststic, analgesic, and tranquilizing drugs, prior to, during, and folto 
actual research, teaching, testing, surgery, or expert mentation were follov^ed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal 
investigator and approved by the Institutional Animal Care and Use Committee {lACUC). A summary of all such exceptions Is attached to this annual report. In addition to Identifying the 
lACUC-ap proved exceptions, this summary Includes a brief explanation of the exceptions, as v^ell as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal ca 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

SIGNATU^ O^^^^^mNg^^lONAL^FICIAL 

NAME 4 TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print 

Eve Ross, Institutional Official ~ jj 

Ml 

APHIS FORM 7023 (Replaces VS Ft)RM 18-23 (OCT 88). which is obsolete _ } 

(AUG91) - NOV " 8 2000 

!^"i 1 


IT 

j 

n — 


) f" .■o. .tL 








Annual Report Site Listing: 

Customer ID and Site Address: 

CustID: 1051 

4100 W. Kiltie Lane Telephone 

Flagstaff, AZ 86002 (520)526-3030 

County: Coconino 




IC 

This report is ^equ^red by law (7 USC 2143) Failure ro report according lo the regulations ca(\ See reverse side tor Interagency Report Conlrol No 

result in an order lo cease and desisi and to be subject to penalties as provided tor in Section 2150 additional information 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1 REGISTRATION NO. 

'^L-t-OolL 

FORM APPROVED 

OMB NO 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
inctude Zip Code} f) J 

■}no SPee4- 

3. reporting FACILITY {Lisi all locahons where animals were housed or used in actuat reseJich. teshnij. (fiachinrj, or experirnetilatiun, or held for these purposes. Attach additional 
sheets il necessary ) 


FACILITY LOCATIONS ^Sites) 




I REPORT OF ANIMALS USEOBY OR UNDER CONTROL OF RESEARCH FACILITY (Attach udnnUonul shvata it necessary or use APHIS FORM m23A) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B Number of 
animals being 
bred. 

conditioned, or 
hefd lor use in 
leaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C Number of 
animals upon 
which leachiruj. 
research, 
experiments, or 
tests were 
conducted 
involving no 
pam, distress, or 
use of pain- 
relieving drugs 

D Number of animals upc>n 
which experiments, 
teaching, research, 
sutgery, or tests were 
conducted involving 
accompanytng pain or 
distress lo the animals 
and tor which appropriate 
anesthetic, analgesic, or 
lranquili?ing drugs were 
used 

E, Number ol animals upon which leaching, 
experiments, research, surgery or tests were 
conduclod involving accompanying pain or distress 
to ihe anirnals and tor which the use of appropriate 
anesthetic, analgesic, or iranquilizing drugs would 
have adversely affected the procedures, results, or 
inlerpretaiiori ol the teaching, research, 
experiments, surgery, or tests. lAn exp/ana^cn of 
the procedures producing pain or distress in these 
ar>/ma/s and the reasons such drugs were not used 
must be attached to this repodi 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






a. Rabbits 






3. human Pnmates 






10. Sheep 






11. Pius 





1 ?^ 

12- Other Farm Animals 












13. Ottier Animals 











' 7 y 




\ 7 ^ 


11 ^ 








I ASSURANCE STATEME^ 


1) PfOlessionally acceptable standards governing the care, treatment. antJ use of animals, including approriate use ol aneslhelic, ar^algesic, and tranquiliziirg drugs^ prior to. during, 
and tollowing actual research, leaching, testing, surgery, or ftxfrerimentatiorr were loilowed by this research lacilify 

2) Each principal investigator has considered allernalives to pamiul procedures * ~ 


3) This tacility is adhering to the standards and regutalions under the Act, and i1 has regujred that exceptions to the si andards.anci regulations be specifie,d and explained by the 
principal investigator and approved by the inslitiUiutial Animal Care and Use Comnydlee flACUCV A summary ol all such exceptions is attached to this annual report, in 
addilion to identifying the lACUC-approved exceptions, this suirnnary includes a briel explanation ol liie exceptions, as well as the species and nuiTiber of animals affected 

4) The attending veterinarian lor this research facility has appropriate authority to ensure I he provision ot arJequate veterinary care and lo oversee the adequacy ol other aspects o( 
animat care and use 





CERTIFICATION BY HEADQUARTES RESEARCH FACILITY OFFICIAL ■±eJ<S^^V':0^r^ 

ij (Chief Executive Officer or Legacy Responsible InsUiulional OtTicial) 

^J^^Mjfy^OiaMh^^jboveJ^trije. correci. and compleife (7 U S.C Seel ion 21 43). 


NAME A TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL fType or Prmt) 

hjohr\ 0 . 1 ( , 


DATE SIGNED 





APWS FOBM 7023 
TAUQi91) 


(Replaces VS FORM 18-23 (OCT 88), which Is ubsolete ) 


i^o 


PART 1 • HEADOUAFTTERS 





This report is required by law (7 USC 2143). Failure to report according to the regulations 
can 


See attached form for 
additional information 


InteragencyReportControINo,: 


1. CERTIFICATE NUMBER: 

CUSTOMER NUMBER: 

86-R-0022 

1058 

FORM APPROVED 

OMS NO. 0579^36 

Primate Foundation Of Arizona 


P. 0. Box 20027 

Telephone: 

Mesa, AZ 85277 

(602)832-3780 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


3, REPORTING FACILITY { List all locations where arrimals were housed or used in actual research, tasting, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS { Sites ) - Sea Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) | 

A. i B. Numbarof 

animals buing 
bred, 

Animals Covered conditioned, or 

By The Animal ygg 

Welfare Regulations ; teaching, 

! testing, 

' experiments, 

research, or 
surgery but not y 

C. Number of 
animals upcn 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 

and for which 
appropriate anesthetic, a 

E, Numberofanimaisuponwhichteachirvg, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the leaching, research, expenments, 
surgery, or tests. (An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

1 


5. Cats 



6. Guinea Pigs 

■ 


7, Hamsters 

j 


8. Rabbits 


— 


9. Non-human Primate ; q 

76 

0 0 

76 

0. Sheep 

. - 1 


1. Pigs 



2. Other Farm Animals 




■ ! 
; ! 


3h Other Animals 

1 I 1 


i 

! 




p " . •> 

i 




' "x ; Hi! 

— 

\ 

J 


I ASSURANCE STATEMENTS j 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate us^ 

actual research, teaching, testing, surgery, or experimentation were followed by this research facility. j 

2) Each principal Investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the 

of ane 

itetic, 'analgesic, and tranquilizinc 

ilrugs, 

prior to, during, and folio 

USI .^PHiS, RtAC, AL 

nTO, CA. . 

{standards and-reamahnns htfepiuifiiJiJ'il 

mmcpiainea Dy trie principal 


investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of alj such exceptions is attached to this annual report. In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal ca 


CERTlFICATfON BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional 


itutjon^ Official ) A ^ // 

PK i)r / 3 


SIGNATUR^OF C E O OR INSTITUTIONAL OFFICIAL 


M/UiaC7ii 





NAME & TITLE OF C E O, OR INSTITUTIONAL OFFICIAL { Type or Print 

Kathleen M. Hoffman, DVM 
Chief Veterinarian 


DATE SIGNED 

10/4/00 


AP><is'FORM 7023 
{ AUG 91 ) 


(Replaces VS FORM 18*23 (OCT 88), which is obsolete. 












Th:s report is required by law (7 USC 2143}. Failure to report according to me regulations 


Sea attached form for 
additional information 


Interagertcy Report Control No,: 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 86-R-0030 

CUSTOMER NUMBER: 1275 

FORM APPROVED 

0MB NO. 0579-Q036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Alcor Life Extension Foundation 

7895 E. Acoma Drive, Ste 1 1 0 

Telephone: 

(480)905-1906 


Scottsdale, AZ 85260 



3. REPORTING FACILITY ( List ail locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. B. Number of 

animals being 
bred. 

Animals Covered conditioned, or 

By The Anirrtal 

Welfare Regulations teaching, 

testing, 
experiments, 
research, or 
surgery but not y 

C, Number of | D. Number of animals 

animals upon upon which 

which teaching, experiments, teaching, 

research, research, surgery, or 

experiments, or tests were conducted 

tests were involving 

conducted accompanying pain or 

involving no | distress to the animals 

pain, distress, or ! and for which 

use of pain- appropriate anesthetic, a 

relieving drugs. 

£. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4, Dogs ^ 

-4^ -9- ' 


5. Cats 


- 


6, Guinea Pigs 




7. Hamsters 



L_ 

8, Rabbits 

cy-' 

1 

9, Non-human Primate _ 

1 

0. Sheep ^ 


I.PIgs 


2. Other Farm Animals ^ 






3. Other Animals 





^ 1 


Ms 

1^ 1 

n 

1 1 ! 

hni ^ ^ 

d 

Lb 

1 

1 

ii. 


ASSURANCE STATEMENTS 


■ • n : f 




1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetfc, analgesic, 

actual research, teaching, testing, surgery, or experimentation were followed by this research facility. ; " i 

2) Each phncipal investigator has considered alternatives to painful procedures. 


t prl6r40rdiMng, and folio 


Ibyth ► p 


tiSOA, APH5S. HE AC, AC 

3) This facility is adhering to the standards and regulations under the Act. and It has required that exceptions to the standards *nd regutation^Jbjs W|fe j[( pi al ned by t h ^ principal 
mvcsfigafor and approved by the Institutional Animal Care and Use Commiltee (lACUC). A summary of all such exceptions isUttarherl la this BiinuaVi^pulL Ih aq^tion io Identifying the 
1 AC UC -approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal ca 
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1 3. REPORTING FACILITY {List ail locations where animals were housed or used in actual research, tasting, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sile« ) - Se® Alachad Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) j 

A. j B. Number of 

! animals being 

i bred. 

Animals Covered conditioned, or 

By The Animal jq 

Welfare Regulations teaching. 

testing, 
experiments, 
i research, or 

surgery but not y 

C, Number of D, Number of animals 

animals upon upon which 

which teaching, experiments, teaching, 

research, research, surgery, or 

experiments, or ! tests were conducted 

tests were | involving 

conducted accompanying pain or 

involving no distress to the animals 

pain, distress, or and for which 

use of pain- appropriate anesthetic, a 

relieving drugs. 

1 E. Number of animals upon which teaching, 

experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic, anaigesK:, or tranquilizing drugs would 
i have adversely affected the procedures, results, or 

interpretation of the teaching, research, experiments, 
surgery, or tests. (An explanation of the procedures ; 

producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

{ COLUMNS 
C+D+E) 
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^ J 

f 

0 

5. Cats 

! 0 

6. Guinea Pigs 

1 

0 

7, Hamsters 
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8. Rabbits ^ 

0 n o 
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II 

9, Non*human Primate 


0 
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^ o 

1, Pigs 

: 0 

2. Other Farm Animals 
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j ASSURANCE STATEMENTS j J ^ I 


1) Professionally acceptabla standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs,; prior to, during, and folio 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 
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This report is required by law {7 USC 2143). Failure to report according to the regulations 
can 
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ANIMAL AND PLANT HEALTH INSPECTION SERVICE 
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3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) • See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) | 

A. j B. Number of 

animals being 
brad. 

Animais Covered conditioned, or 

By The Animal held for use in 

Welfare Regulations leaching, 

testing, 
experiments, 
research, or 
surgery but not y 

C. Number of 
animals upon 
which teaching, 
research. 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animais 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 
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8. Rabbits 

i 

’ 1 
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1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and trartquftfzTng drugs, prior to, during, and folio 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. . , 


2) Each principal investigator has considered alternatives to painful procedures. 
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3) This facility is adhering to the standards and regulations under the Act. and It has required that exceptions to the standards and reguiatjbns be specified and explained by the principal 
investigator and approved by the Institutional Animai Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to Identifying the. 
lACUC^approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affSeted. — -- — *' C 
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